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FIRST  CHINESE  BUDDHIST  TEMPLE 
of  Hawaii 
42  Kawananakoa  Place 
Honolulu,  Hawaii  96817  U.S.A. 

THE  BUDDHA'S  SHRINE  PALACE 

The  First  Chinese  Buddhist  Temple  of  Hawaii,  was  found- 
ed in  1953.  The  cornerstone  for  the  erection  of  the 
Buddha's  Shrine  Palace  was  laid  on  October  24,  1964, 
and  formally  dedicated  in  January,  1967.  This  grand 
and  ornate  structure  is  a  replica  of  old,  Chinese  Im- 
perial Palaces. 
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